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CONTROLLED ENVIRONMENT EXPERIMENTS 
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COLOR PLATE 


Larvae and pupa 


(adults to come in future issue) 
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Precis octavia 


“plain” larva, 24°C 
“striped” larva, 24°C 





SESAMUS 


“plain” larva, 30°C 
gold pupa 


